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Effect of water and artificial saliva on the low cycle fatigue resis- 
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Setting and stress relaxation behavior of resilient denture liners 
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A two-staged resin-bonded fixed partial denture seated in con- 
junction with postextraction healing of the alveolar socket: a 
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One-year clinical evaluation of composite and ceramic inlays in 
posterior teeth (Scheibenbogen et al). 1998;80:410-6 
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Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
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Temporomandibular disorders and science: a response to the crit- 
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Amputation 
Prosthetic restoration after coronoradicular resection: mechanical 
behavior of the distal root remaining and surrounding bone 
(Augereau et al). 1998;80:467-73 
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Animal models 
Comparison between freestanding and tooth-connected partially 
stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998;80: 
551-8 
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Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 1998;80: 
524-6 
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An in vivo study of voluntary mandibular lateral translation con- 
cerning its existence, magnitude, and timing (Son et al). 
1998;80:672-9 
A new fully adjustable articulator system and procedure (de Tole- 
do de Carvalho). 1998;80:376-86 
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Simple method for articulator mounting of mandibular diagnos- 
tic casts (Santana-Penin and Dominguez). 1998;80:633-4 
(Tips) 
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Artificial tooth; see Tooth, artificial 
Attachment sites (microbiology) 
In vitro evaluation of biocompatibility of experimental titanium 
alloys for dental restorations (Wang and Li). 1998;80:495- 
500 
Retention of oral microorganisms on cobalt-chromium alloy and 
dental acrylic resin with different surface finishes (Taylor et 
al). 1998-:80:592-7 
Attraction; see Esthetics 
Autopolymerization 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 
Awards and prizes 
An innovative investment method for the fabrication of a closed 
hollow obturator prosthesis (McAndrew et al). 1998;80: 
129-32 
Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 
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Bacterial contamination 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
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Retention of oral microorganisms on cobalt-chromium alloy and 
dental acrylic resin with different surface finishes (Taylor et 
al). 1998;80:592-7 

Beryllium 

Comparison of bond strengths of three denture base resins to 
treated nickel-chromium-beryllium alloy (NaBadalung et al). 
1998;80:354-61 

Effect of beryllium on the castability and resistance of cer- 
amometal bonds in nickel-chromium alloys (Bezzon et al). 
1998:;80:570-4 

Bicuspid; see Premolar 
Biocompatible materials 

Effect of pH on element release from dental casting alloys (Wata- 
ha et al). 1998;80:691-8 

In vitro evaluation of biocompatibility of experimental titanium 
alloys for dental restorations (Wang and Li). 1998;80:495- 
500 

Biomechanics 

The influence of mandibular deformation, implant numbers, and 
loading position on detected forces in abutments supporting 
fixed implant superstructures (Hobkirk and Havthoulas). 
1998:80:169-74 

Prosthetic restoration after coronoradicular resection: mechanical 
behavior of the distal root remaining and surrounding bone 
(Augereau et al). 1998;80:467-73 

Biotechnology 

Biologic determinants of bone formation for osseointegration: 
clues for future clinical improvements (Cooper). 1998;80: 
439-49 

Bite force; see Occlusal force 

Bite registration; see Jaw relation record 
Bleeding; see Hemorrhage 

Bond strength 

Comparison of bond strengths of three denture base resins to 
treated nickel-chromium-beryllium alloy (NaBadalung et al). 
1998;80:354-61 

Effect of beryllium on the castability and resistance of cer- 
amometal bonds in nickel-chromium alloys (Bezzon et al). 
1998;80:570-4 

Effect of brushing with sonic and counterrotational toothbrush- 
es on the bond strength of full veneer crowns (Hansen et al). 
1998:80:429-33 

Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 

The effect of tin-electroplating on the bond of four dental alloys to 
resin cement: an in vitro study (Rubo et al). 1998;80:27-31 

Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 

Shear bond strength of a titanium reinforced core material after 
using multistep and single-step bonding agents (Cohen et al). 
1998:80:307-10 

A simple method of increasing the adhesion between resinous 
cements and tinplated gold alloys: a pilot study (Ogunyinka). 
1998;80:302-6 

Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 

Bonding 

Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 

Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80:730-2 

Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 

The effect of tin-electroplating on the bond of four dental alloys 
to resin cement: an in vitro study (Rubo et al). 1998;80: 
27-31 
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Failure load of acrylic resin denture teeth bonded to high impact 
acrylic resins (Barpal et al). 1998;80:666-71 
Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 
Photoelastic stress analysis in a pier retainer of an anterior resin- 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 
Posterior resin-bonded fixed partial denture with a modified 
retentive design: a clinical report (El-Mowafy). 1998;80:9-11 
Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 
Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 
Shear bond strength of a titanium reinforced core material after 
using multistep and single-step bonding agents (Cohen et al). 
1998:80:307-10 
Bone and bones 
Preimplant surgery of the bony tissues (van den Bergh et al). 
1998:80:175-83 
Bone regeneration 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 
Bone remodeling 
Biologic determinants of bone formation for osseointegration: 
clues for future clinical improvements (Cooper). 1998;80: 
439-49 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 
Evaluation of resilient abutment components on measured strain 
using dynamic loading conditions (Morton et al). 1998;80: 
46-51 
Bone resorption 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 
Boxing procedure; see Impression technique 
Branemark impl 
Bruxism 
Digital assessment of occlusal wear patterns on occlusal stabiliza- 
tion splints: a pilot study (Korioth et al). 1998;80:209-13 
Buffer solutions 
Toothbrushing abrasion of polyacid-modified composites in neu- 
tral and acidic buffer solutions (Attin et al). 1998;80:148-50 
Burs; see Instruments 


ts; see Imp s 


Cc 
CAD/CAM; see Computer-aided design 
Cadaver 
Evaluation of resilient abutment components on measured strain 
using dynamic loading conditions (Morton et al). 1998;80: 
46-51 
Calcium sulfate 
A simple procedure for easy and safe deflasking (Bissasu). 
1998;80:501-5 
Canada 
Prosthodontic profiles relating to economic status, social net- 
work, and social support in an elderly population living inde- 
pendently in Canada (Maupomé and MacEntee). 1998;80: 
598-604 
Candida albicans 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Retention of oral microorganisms on cobalt-chromium alloy and 
dental acrylic resin with different surface finishes (Taylor et 
al). 1998;80:592-7 
Canine tooth 
Pattern of occlusal contacts in lateral positions: canine protection 
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and group function validity in classifying guidance patterns 
(Ogawa et al). 1998;80:67-74 

Thickness of the remaining enamel after the preparation of cin- 
gulum rest seats on maxillary canines (Zanetti et al). 1998;80: 
319-22 

Casting investment 

An innovative investment method for the fabrication of a closed 
hollow obturator prosthesis (McAndrew et al). 1998;80:129-32 

Marginal fit and surface roughness of crowns made with an accel- 
erated casting technique (Konstantoulakis et al). 1998;80: 
337-45 

Casting technique 

An accuracy evaluation of four removable die systems (Serrano et 
al). 1998;80:575-86 

An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 

Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998:;80:253-8 

Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 

Effect of beryllium on the castability and resistance of cer- 
amometal bonds in nickel-chromium alloys (Bezzon et al). 
1998;80:570-4 

Effect of frequency and amplitude of vibration on void formation 
in dies poured from polyvinyl siloxane impressions (Abdul- 
lah). 1998;80:490-4 

Fabricating abutment crowns for existing removable partial den- 
tures using custom resin clasp analogs (Livaditis). 1998;80: 
619-29 

The fit of cast and premachined implant abutments (Byrne et al). 
1998:80:184-92 

Marginal fit and surface roughness of crowns made with an accel- 
erated casting technique (Konstantoulakis et al). 1998;80: 
337-45 

A method for true coordinate three-dimensional measurement of 
casts using a measuring microscope (Thielke et al). 1998;80: 
506-10 

Rapid base addition procedure for working casts with dies 
indexed by removable dowel pins (Luu et al). 1998;80:630-2 
(Tips) 

Selective-pressure single impression procedure for tooth- 
mucosa—supported removable partial dentures (Dumbrigue 
and Esquivel). 1998;80:259-61 

Simple method for articulator mounting of mandibular diagnos- 
tic casts (Santana-Penin and Dominguez). 1998;80:633-4 
(Tips) 

A simple technique for exposing margins on a solid working cast 
(Windhorn). 1998;80:246-8 

Tooth position index for the fabrication of a mandibular implant- 
supported overdenture bar (Fridrich and Foo). 1998;80:121-3 

A universal boxing procedure: irreversible hydrocolloid and mag- 
netic strip (NaBadalung and Connelly). 1998;80:262-4 

Use of a cast flexible plate as a hinge substitute in a hinge-lock 
design removable partial denture framework (Williams and 
Roberts). 1998:80:220-3 

Cementation 

Posterior resin-bonded fixed partial denture with a modified 
retentive design: a clinical report (El-Mowafy). 1998;80:9-11 

Removal of a provisionally cemented segmented fixed partial den- 
ture (Kaplowitz et al). 1998;80:514-5 (Tips) 

Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 
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A simple method of increasing the adhesion between resinous 
cements and tinplated gold alloys: a pilot study (Ogunyinka). 
1998:80:302-6 

Cements 

Comparative study of the marginal microleakage of six cements in 
fixed provisional crowns (Baldissara et al). 1998;80:417-22 

Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 

Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80:730-2 

Dissolution of cement, root caries, fracture, and retrofit of post 
and cores (Rosen). 1998;80:511-3 

Effect of brushing with sonic and counterrotational toothbrush- 
es on the bond strength of full veneer crowns (Hansen et al). 
1998:80:429-33 

Effect of early water contact on solubility of glass ionomer luting 
cements (Gemalmaz et al). 1998;80:474-8 

The effect of tin-electroplating on the bond of four dental alloys 
to resin cement: an in vitro study (Rubo et al). 1998;80: 
27-31 

Effects of adhesive fixed prosthesis retainer design on resultant 
resin luting agent thickness (Wassell and Gagliano). 1998;80: 
479-84 

In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 

Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 

A new gingival retraction impression system for a one-stage root- 
form implant (Jones and Kaiser). 1998;80:371-3 

Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 

Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 

A simple method of increasing the adhesion between resinous 
cements and tinplated gold alloys: a pilot study (Ogunyinka). 
1998;80:302-6 

Centric relation 

Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 1998; 
80:249-52 

Cephalography 

Changes in the mandibular angle in the dentulous and edentulous 

states (Ceylan et al). 1998;80:680-4 
Cephalometry 

Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 1998;80: 
524-6 

Ceramics 

Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 

Five-year clinical evaluation of Procera AllCeram crowns (Odén et 
al). 1998;80:450-6 

In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 

A new approach to fabricating the occlusal surfaces of removable 
prostheses (Hirayama et al). 1998;80:133-6 

One-year clinical evaluation of composite and ceramic inlays in 
posterior teeth (Scheibenbogen et al). 1998;80:410-6 

Precision of fit: the Procera AllCeram crown (May et al). 1998; 
80:394-404 

Ceramometal restorations; see Metal ceramic alloys 
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Chewing; see Mastication 
Chlorhexidine 
Efficacy of an alcohol-free chlorhexidine mouthrinse as an antimi- 
crobial agent (Eldridge et al). 1998;80:685-90 
Chlorine dioxide 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Chromium 
Use of a cast flexible plate as a hinge substitute in a hinge-lock 
design removable partial denture framework (Williams and 
Roberts). 1998;80:220-3 
Chromium alloys 
Comparison of bond strengths of three denture base resins to 
treated nickel-chromium-beryllium alloy (NaBadalung et al). 
1998;80:354-61 
Effect of beryllium on the castability and resistance of cer- 
amometal bonds in nickel-chromium alloys (Bezzon et al). 
1998;80:570-4 
The effect of tin-electroplating on the bond of four dental alloys to 
resin cement: an in vitro study (Rubo et al). 1998;80:27-31 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
In vitro evaluation of biocompatibility of experimental titanium 
alloys for dental restorations (Wang and Li). 1998;80:495- 
500 
Retention of oral microorganisms on cobalt-chromium alloy and 
dental acrylic resin with different surface finishes (Taylor et 
al). 1998;80:592-7 
Cingulum 
Thickness of the remaining enamel after the preparation of cin- 
gulum rest seats on maxillary canines (Zanetti et al). 1998; 
80:319-22 
Clasps 
An esthetically attractive twin-flex clasp for removable partial den- 
tures (Santana-Penin and Mora). 1998:80:367-70 
Fabricating abutment crowns for existing removable partial den- 
tures using custom resin clasp analogs (Livaditis). 1998;80: 
619-29 
Cobalt 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
Retention of oral microorganisms on cobalt-chromium alloy and 
dental acrylic resin with different surface finishes (Taylor et 
al). 1998;80:592-7 
Use of a cast flexible plate as a hinge substitute in a hinge-lock 
design removable partial denture framework (Williams and 
Roberts). 1998;80:220-3 
Coffee 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Collagen 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 
Color 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Evaluation of visual and instrument shade matching (Okubo et 
al). 1998;80:642-8 
One-year clinical evaluation of composite and ceramic inlays in 
posterior teeth (Scheibenbogen et al). 1998;80:410-6 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 
Comfort 
Alternate framework designs for removable partial dentures 
(Budtz-Jorgensen and Bochet). 1998;80:58-66 
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Committee on Scientific Investigation 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Complete denture; see Denture, complete 
Compliant Keeper system; see Implants 
Composipost dowel; see Dowels 
Composite resins 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 
Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 
Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80: 
730-2 
Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 
Necessity of bevels for box Class I] composite restorations 
(Opdam et al). 1998;80:274-9 
One-year clinical evaluation of composite and ceramic inlays in 
posterior teeth (Scheibenbogen et al). 1998;80:410-6 
Toothbrushing abrasion of polyacid-modified composites in neu- 
tral and acidic buffer solutions (Attin et al). 1998;80:148-50 
Computer-aided design 
Computer-assisted milling of dental restorations using a new 
CAD/CAM data acquisition system (Willer et al). 1998;80: 
346-53 
Computers 
Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 1998;80: 
163-8 
New method for analyzing complete denture occlusion using the 
center of force concept: a clinical report (Olivieri et al). 1998; 
80:519-23 
Contamination 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 
Coronoradicular resection 
Prosthetic restoration after coronoradicular resection: mechanical 
behavior of the distal root remaining and surrounding bone 
(Augereau et al). 1998;80:467-73 
Corrections 
Phosphate and thiophosphate primers for bonding prosthodontic 
luting materials to titanium (Taira et al) (1998;79:387). 1998; 
80:264 
Corrosion 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998:80:708-13 
Cosmetic appearance; see Esthetics 
Counterrotational toothbrush; see Toothbrushing 
Craniomandibular disorders 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Digital assessment of occlusal wear patterns on occlusal stabiliza- 
tion splints: a pilot study (Korioth et al). 1998;80:209-13 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 
Temporomandibular disorders and science: a response to the crit- 
ics (Greene et al). 1998;80:214-5 


VOLUME 80 NUMBER 6 


‘ 

q 
42 

* 


SUBJECT INDEX 


Crowns 
Color stability of provisional resin restorative materials (Yan 
nikakis et al). 1998;80:533-9 
Comparative study of the marginal microleakage of six cements in 
fixed provisional crowns (Baldissara et al). 1998;80:417-22 
Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80: 
730-2 
Effect of brushing with sonic and counterrotational toothbrush- 
es on the bond strength of full veneer crowns (Hansen et al). 
1998 ;80:429-33 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
Fabricating abutment crowns for existing removable partial den- 
tures using custom resin clasp analogs (Livaditis). 1998;80: 
619-29 
Five-year clinical evaluation of Procera AllCeram crowns (Odén et 
al). 1998;80:450-6 
In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
Marginal fit and surface roughness of crowns made with an accel- 
erated casting technique (Konstantoulakis et al). 1998;80: 
337-45 
A new gingival retraction impression system for a one-stage root- 
form implant (Jones and Kaiser). 1998;80:371-3 
Precision of fit: the Procera AllCeram crown (May et al). 1998; 
80:394-404 
Cuspid; see Canine tooth 
Cytotoxicity 
Effect of pH on element release from dental casting alloys (Wata- 
ha et al). 1998;80:691-8 
In vitro evaluation of biocompatibility of experimental titanium 
alloys for dental restorations (Wang and Li). 1998;80:495- 
500 


D 
Debonding 
Failure load of acrylic resin denture teeth bonded to high impact 
acrylic resins (Barpal et al). 1998;80:666-71 
Decontamination 
Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 
Deflasking 
A simple procedure for easy and safe deflasking (Bissasu). 
1998;80:501-5 
Deglutition 
Palatal augmentation prosthesis with alternative palatal vaults for 
speech and swallowing: a clinical report (Shimodaira et al). 
1998:80:1-3 
Dental abutments; see Abutments 
Dental alloys; see Alloys 
Dental arch 
Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 
1998:80:163-8 
Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80: 
216-9 
Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 1998; 
80:249-52 
Dental bonding; see Bonding 
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Dental caries 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Dissolution of cement, root caries, fracture, and retrofit of post 
and cores (Rosen). 1998;80:511-3 
Dental cavity lining; see Denture liners 
Dental cavity preparation 
Comparative study of the marginal microleakage of six cements 
in fixed provisional crowns (Baldissara et al). 1998;80: 
417-22 
The effect of pretreatment with an oxalic acid solution on mar- 
ginal adaptation to enamel in vivo (van Dijken and HoOrstedt). 
1998:80:75-80 
Necessity of bevels for box Class II composite restorations 
(Opdam et al). 1998;80:274-9 
Temperature response in the pulpal chamber during ultrahigh- 
speed tooth preparation with diamond burs of different grit 
(Ortl and Lauer). 1998;80:12-9 
Thickness of the remaining enamel after the preparation of cin- 
gulum rest seats on maxillary canines (Zanetti et al). 1998;80: 
319-22 
Dental cements; see Cements 
Dental equipment; see Equipment 
Dental impression materials; see Impression materials 
Dental impression technique; see Impression technique 
Dental instruments; see Instruments 
Dental occlusion; see Occlusion 
Dental plaque 
Efficacy of an alcohol-free chlorhexidine mouthrinse as an antimi 
crobial agent (Eldridge et al). 1998;80:685-90 
Dental pulp 
Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos 
ite core (Martinez-Insua et al). 1998;80:527-32 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
Dental pulp cavity 
Temperature response in the pulpal chamber during ultrahigh- 
speed tooth preparation with diamond burs of different grit 
(Ortl and Lauer). 1998;80:12-9 
Dental pulp diseases 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Dental services 
Prosthodontic profiles relating to economic status, social net- 
work, and social support in an elderly population living inde- 
pendently in Canada (Maupomé and MacEntee). 1998;80: 
598-604 
Dental stone; see Calcium sulfate 
Dental techniques 
Dental techniques. 1998;80:246-63 
Dental technology 
Dental technology. 1998;80:121-36, 367-86, 501-13, 615-29, 
731-3 
Dentin 
Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 
Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 
Thickness of the remaining enamel after the preparation of cin- 
gulum rest seats on maxillary canines (Zanetti et al). 1998;80: 
319-22 
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Denture, complete 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
A method for quantifying complete denture quality (Sato et al). 
1998;80:52-7 
New method for analyzing complete denture occlusion using the 
center of force concept: a clinical report (Olivieri et al). 
1998;80:519-23 
Denture, complete, immediate 
Nontraumatic immediate complete denture placement: a clinical 
report (Woloch). 1998;80:391-3 
Denture, overlay 
Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998;80:253-8 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
The influence of mandibular deformation, implant numbers, and 
loading position on detected forces in abutments supporting 
fixed implant superstructures (Hobkirk and Havthoulas). 
1998:80:169-74 
Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 
Retention of prefabricated attachments for implant stabilized 
overdentures in the edentulous mandible: an in vitro study 
(Setz et al). 1998;80:323-9 
Tooth position index for the fabrication of a mandibular implant- 
supported overdenture bar (Fridrich and Foo). 1998;80: 
121-3 
Denture, partial, fixed 
An accuracy evaluation of four removable die systems (Serrano et 
al). 1998;80:575-86 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 
Dissolution of cement, root caries, fracture, and retrofit of post 
and cores (Rosen). 1998;80:511-3 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
In vitro mechanical property comparison of four resins used for 
fabrication of provisional fixed restorations (Ireland et al). 
1998:80:158-62 
The influence of mandibular deformation, implant numbers, and 
loading position on detected forces in abutments supporting 
fixed implant superstructures (Hobkirk and Havthoulas). 
1998;80:169-74 
Intrusion phenomenon in combination tooth-implant restora- 
tions: a review of the literature (Schlumberger et al). 1998;80: 
199-203 
Removal of a provisionally cemented segmented fixed partial den- 
ture (Kaplowitz et al). 1998;80:514-5 (Tips) 
A simple technique for exposing margins on a solid working cast 
(Windhorn). 1998;80:246-8 
Thermal cycling distortion of porcelain fused to metal fixed par- 
tial dentures (Gemalmaz et al). 1998;80:654-60 
Use of low fusing alloy in dentistry (Wee et al). 1998;80:540-5 
Denture, partial, fixed, resin-bonded 
Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 
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The effect of tin-electroplating on the bond of four dental alloys to 
resin cement: an in vitro study (Rubo et al). 1998;80:27-31 
Photoelastic stress analysis in a pier retainer of an anterior resin- 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 
Posterior resin-bonded fixed partial denture with a modified 

retentive design: a clinical report (El-Mowafy). 1998;80:9-11 
A two-staged resin-bonded fixed partial denture seated in con- 
junction with postextraction healing of the alveolar socket: a 
clinical report (Monya et al). 1998;80:4-8 
Denture, partial, removable 
An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 
Alternate framework designs for removable partial dentures 
(Budtz-Jorgensen and Bochet). 1998;80:58-66 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
An esthetically attractive twin-flex clasp for removable partial den- 
tures (Santana-Penin and Mora). 1998;80:367-70 
A new approach to fabricating the occlusal surfaces of removable 
prostheses (Hirayama et al). 1998;80:133-6 
The new removable denture patient: treatment procedures (Rich 
and Kurtz). 1998;80:124-8 
Palatal augmentation prosthesis with alternative palatal vaults for 
speech and swallowing: a clinical report (Shimodaira et al). 
1998-:80:1-3 
Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80:216-9 
Selective-pressure single impression procedure for tooth- 
mucosa-supported removable partial dentures (Dumbrigue 
and Esquivel). 1998;80:259-61 
Thickness of the remaining enamel after the preparation of cin- 
gulum rest seats on maxillary canines (Zanetti et al). 1998;80: 
319-22 
Treatment outcomes with mandibular removable partial dentures: 
a population-based study of patient satisfaction (Frank et al). 
1998:80:36-45 
Use of a cast flexible plate as a hinge substitute in a hinge-lock 
design removable partial denture framework (Williams and 
Roberts). 1998:80:220-3 
Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 
Denture, partial, temporary 
In vitro mechanical property comparison of four resins used for 
fabrication of provisional fixed restorations (Ireland et al). 
1998;80:158-62 
Denture, precision attachment 
Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998;80:253-8 
An esthetically attractive twin-flex clasp for removable partial den- 
tures (Santana-Penin and Mora). 1998;80:367-70 
Retention of prefabricated attachments for implant stabilized 
overdentures in the edentulous mandible: an in vitro study 
(Setz et al). 1998;80:323-9 
Denture bases 
Comparison of bond strengths of three denture base resins to 
treated nickel-chromium-beryllium alloy (NaBadalung et al). 
1998;80:354-61 
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Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Failure load of acrylic resin denture teeth bonded to high impact 
acrylic resins (Barpal et al). 1998;80:666-71 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
New method for analyzing complete denture occlusion using the 
center of force concept: a clinical report (Olivieri et al). 1998; 
80:519-23 
Repair of acrylic resin denture base reinforced with glass fiber 
(Stipho). 1998;80:546-50 
Sectional impressions for mandibular distal extension removable 
partial dentures ( El-Sheikh and Abdel-Hakim). 1998;80:216-9 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998:80:714-22 
A simple procedure for easy and safe deflasking (Bissasu). 
1998;80:501-5 
Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998:80:434-8 
Denture design 
Alternate framework designs for removable partial dentures 
(Budtz-Jorgensen and Bochet). 1998;80:58-66 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
Posterior resin-bonded fixed partial denture with a modified 
retentive design: a clinical report (El-Mowafy). 1998;80:9-11 
Use of a cast flexible plate as a hinge substitute in a hinge-lock 
design removable partial denture framework (Williams and 
Roberts). 1998;80:220-3 
Denture liners 
Clinical evaluation of two desensitizing agents for use under Class 
5 silver amalgam restorations (Schwartz et al). 1998;80:269-73 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998:80:714-22 
Denture rebasing 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 
Denture repair 
Repair of acrylic resin denture base reinforced with glass fiber 
(Stipho). 1998;80:546-50 
Denture retention 
An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998:80:615-8 
Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998;80:253-8 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
The effect of tin-electroplating on the bond of four dental alloys 
to resin cement: an in vitro study (Rubo et al). 1998;80: 
27-31 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
An esthetically attractive twin-flex clasp for removable partial den- 
tures (Santana-Penin and Mora). 1998;80:367-70 
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Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
Fabricating abutment crowns for existing removable partial den- 
tures using custom resin clasp analogs (Livaditis). 1998;80: 
619-29 
Failure load of acrylic resin denture teeth bonded to high impact 
acrylic resins (Barpal et al). 1998;80:666-71 
Intrusion phenomenon in combination tooth-implant restora- 
tions: a review of the literature (Schlumberger et al). 1998;80: 
199-203 
New method for analyzing complete denture occlusion using the 
center of force concept: a clinical report (Olivieri et al). 1998; 
80:519-23 
Photoelastic stress analysis in a pier retainer of an anterior resin- 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 
Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 
Retention of prefabricated attachments for implant stabilized 
overdentures in the edentulous mandible: an in vitro study 
(Setz et al). 1998;80:323-9 
Tooth position index for the fabrication of a mandibular implant- 
supported overdenture bar (Fridrich and Foo). 1998;80:121-3 
Desensitizing agents 
Clinical evaluation of two desensitizing agents for use under Class 
5 silver amalgam restorations (Schwartz et al). 1998;80: 
269-73 
Development 
Research and development. 1998;80:216-45 
Dextrans 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
Diagnostic imaging 
Changes in the mandibular angle in the dentulous and edentulous 
states (Ceylan et al). 1998;80:680-4 
Computer-assisted milling of dental restorations using a new 
CAD/CAM data acquisition system (Willer et al). 1998;80: 
346-53 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 
Diamond burs; see Instruments 
Dies 
An accuracy evaluation of four removable die systems (Serrano et 
al). 1998;80:575-86 
Comparison of the surface detail reproduction of flexible die 
material systems (Gerrow and Price). 1998;80:485-9 
Effect of frequency and amplitude of vibration on void formation 
in dies poured from polyvinyl siloxane impressions (Abdul- 
lah). 1998;80:490-4 
Rapid base addition procedure for working casts with dies 
indexed by removable dowel pins (Luu et al). 1998;80:630-2 
(Tips) 
A simple technique for exposing margins on a solid working cast 
(Windhorn). 1998;80:246-8 
Digastric muscle 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 
Discoloration; see Color 
Disinfection 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Dissatisfaction; see Patient satisfaction 
Dowels 
An accuracy evaluation of four removable die systems (Serrano et 
al). 1998;80:575-86 
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Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 

Rapid base addition procedure for working casts with dies 
indexed by removable dowel pins (Luu et al). 1998;80:630-2 
(Tips) 

Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 
1998:80:423-8 

A retrospective study of 236 patients with teeth restored by car- 
bon fiber-reinforced epoxy resin posts (Fredriksson et al). 
1998:80:151-7 

Duraliner II acrylic resin; see Acrylic resins 


E 
Economic status; see Social class 
Ectodermal dysplasia 
Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 1998;80: 
524-6 
Education 
Research and education. 1998;80:75-120, 337-66, 467-500, 
570-614 
Elasticity 
Photoelastic stress analysis in a pier retainer of an anterior resin 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 
Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 
Repair of acrylic resin denture base reinforced with glass fiber 
(Stipho). 1998;80:546-50 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Elastomers; see Rubber 
Elderly; see Aged 
Electric discharge machining 
Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998:80:253-8 
Electric toothbrush; see Toothbrushing 
Electromyography 
Myoelectric activity during unilateral chewing in healthy subjects: 
cycle duration and order of muscle activation (Rilo et al). 
1998;80:462-6 
Electroplating 
The effect of tin-electroplating on the bond of four dental alloys 
to resin cement: an in vitro study (Rubo et al). 1998;80: 
27-31 
A simple method of increasing the adhesion between resinous 
cements and tinplated gold alloys: a pilot study (Ogunyinka). 
1998:80:302-6 
Elements 
Effect of pH on element release from dental casting alloys (Wata- 
ha et al). 1998;80:691-8 
Enamel 
Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 
The effect of pretreatment with an oxalic acid solution on mar- 
ginal adaptation to enamel in vivo (van Dijken and Hérstedt). 
1998;80:75-80 
hickness of the remaining enamel after the preparation of cin- 
gulum rest seats on maxillary canines (Zanetti et al). 1998;80: 
319-22 
Endosseous implant; see Implantation, endosseous 
Epoxy resins 
A retrospective study of 236 patients with teeth restored by car- 
bon fiber-reinforced epoxy resin posts (Fredriksson et al). 
1998;80:151-7 
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Equipment 
Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998;80:253-8 
Computer-assisted milling of dental restorations using a new 
CAD/CAM data acquisition system (Willer et al). 1998;80: 
346-53 
A new fully adjustable articulator system and procedure (de Tole- 
do de Carvalho). 1998;80:376-86 
The occlusal plane indicator: a new device for determining the 
inclination of the occlusal plane (Santana-Penin and Mora). 
1998:80:374-5 
Temperature response in the pulpal chamber during ultrahigh- 
speed tooth preparation with diamond burs of different grit 
(Ortl and Lauer). 1998;80:12-9 
Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 
1998;80:249-52 
Escherichia coli 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Essential oils; see Oils, volatile 
Esthetics 
Alternate framework designs for removable partial dentures 
(Budtz-Jorgensen and Bochet). 1998;80:58-66 
Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 1998;80: 
163-8 
Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 
An esthetically attractive twin-flex clasp for removable partial den- 
tures (Santana-Penin and Mora). 1998;80:367-70 
Five-year clinical evaluation of Procera AllCeram crowns (Oden et 
al). 1998;80:450-6 
A new approach to fabricating the occlusal surfaces of removable 
prostheses (Hirayama et al). 1998;80:133-6 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 
Precision of fit: the Procera AllCeram crown (May et al). 
1998;80:394-404 
Ethanol; see Alcohol, ethyl 
Evaluation studies 
Five-year clinical evaluation of Procera AllCeram crowns (Odén et 
al). 1998;80:450-6 
In vitro evaluation of biocompatibility of experimental titanium 
alloys for dental restorations (Wang and Li). 1998;80:495-500 
Experimental model; see Models, theoretical 
Extracellular matrix 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 


F 
Face 
Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 
1998;80:163-8 
Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 1998;80: 
524-6 
Facial prosthesis; see Maxillofacial prosthesis 
Fatigue 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
Retention of prefabricated attachments for implant stabilized 
overdentures in the edentulous mandible: an in vitro study 
(Setz et al). 1998;80:323-9 
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Feedback 
Feedback control during mastication of solid food textures—a 
clinical-experimental study (Schindler et al). 1998;80:330-6 
Fiber 
Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 
Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 
Repair of acrylic resin denture base reinforced with glass fiber 
(Stipho). 1998;80:546-50 
Fixed partial denture; see Denture, partial, fixed 
Flasking 
A simple procedure for easy and safe deflasking (Bissasu). 
1998;80:501-5 
Fluoroethylene 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Food 
Feedback control during mastication of solid food textures—a 
clinical-experimental study (Schindler et al). 1998;80:330-6 
Fractures 
Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 
Dissolution of cement, root caries, fracture, and retrofit of post 
and cores (Rosen). 1998;80:511-3 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 
Repair of acrylic resin denture base reinforced with glass fiber 
(Stipho). 1998;80:546-50 


G 
Gingiva 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
A new gingival retraction impression system for a one-stage root- 
form implant (Jones and Kaiser). 1998;80:371-3 
Gingival index; see Periodontal index 
Glass 
Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 
A new approach to fabricating the occlusal surfaces of removable 
prostheses (Hirayama et al). 1998;80:133-6 
Repair of acrylic resin denture base reinforced with glass fiber 
(Stipho). 1998;80:546-50 
Glass ionomer cements 
Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 
Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80: 
730-2 
Effect of brushing with sonic and counterrotational toothbrush- 
es on the bond strength of full veneer crowns (Hansen et al). 
1998;80:429-33 
Effect of early water contact on solubility of glass ionomer luting 
cements (Gemalmaz et al). 1998;80:474-8 
In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 
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Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 

Gold 

Effect of brushing with sonic and counterrotational toothbrush- 
es on the bond strength of full veneer crowns (Hansen et al). 
1998;80:429-33 

Gold alloys 

The effect of tin-electroplating on the bond of four dental alloys to 
resin cement: an in vitro study (Rubo et al). 1998;80:27-31 

A simple method of increasing the adhesion between resinous 
cements and tinplated gold alloys: a pilot study (Ogunyinka). 
1998;80:302-6 

Guided tissue regeneration 

Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 


H 
Hazardous substances 
Use of low fusing alloy in dentistry (Wee et al). 1998;80:540-5 
Heating 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
An innovative investment method for the fabrication of a closed 
hollow obturator prosthesis (McAndrew et al). 1998;80:129-32 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
A new approach to fabricating the occlusal surfaces of removable 
prostheses (Hirayama et al). 1998;80:133-6 
Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 
Hemorrhage 
Efficacy of an alcohol-free chlorhexidine mouthrinse as an antimi- 
crobial agent (Eldridge et al). 1998;80:685-90 
High-speed equipment 
Temperature response in the pulpal chamber during ultrahigh- 
speed tooth preparation with diamond burs of different grit 
(Ortl and Lauer). 1998;80:12-9 
Hydrocolloids 
Rapid base addition procedure for working casts with dies 
indexed by removable dowel pins (Luu et al). 1998;80:630-2 
(Tips) 
A universal boxing procedure: irreversible hydrocolloid and mag- 
netic strip (NaBadalung and Connelly). 1998;80:262-4 
Hydrogen-ion concentration 
Effect of pH on element release from dental casting alloys (Wata- 
ha et al). 1998;80:691-8 


Immediate complete denture; see Denture, complete, immediate 
Immersion 
Effect of early water contact on solubility of glass ionomer luting 
cements (Gemalmaz et al). 1998;80:474-8 
Implantation, endosseous 
Biologic determinants of bone formation for osseointegration: 
clues for future clinical improvements (Cooper). 1998;80: 
439-49 
Preimplant surgery of the bony tissues (van den Bergh et al). 
1998;80:175-83 
Implants 
An accuracy evaluation of four removable die systems (Serrano et 
al). 1998;80:575-86 
Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998;80:253-8 


i 
? 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 

Biologic determinants of bone formation for osseointegration: 
clues for future clinical improvements (Cooper). 1998;80: 
439-49 

Comparison between freestanding and tooth-connected partially 
stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998;80: 
551-8 

Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 

Do healing abutments influence the outcome of implant treat- 
ment? a three-year multicenter study (Watson et al). 1998;80: 
193-8 

Editorial: towards optimized treatment outcomes for dental 
implants (Zarb and Albrektsson). 1998;80:639-40 

The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 

The fit of cast and premachined implant abutments (Byrne et al). 
1998;80:184-92 

The influence of mandibular deformation, implant numbers, and 
loading position on detected forces in abutments supporting 
fixed implant superstructures (Hobkirk and Havthoulas). 
1998;80:169-74 

Intrusion phenomenon in combination tooth-implant restora- 
tions: a review of the literature (Schlumberger et al). 1998;80: 
199-203 

Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 

A new gingival retraction impression system for a one-stage root- 
form implant (Jones and Kaiser). 1998;80:371-3 

Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 

Preimplant surgery of the bony tissues (van den Bergh et al). 
1998:80:175-83 

Retention of prefabricated attachments for implant stabilized 
overdentures in the edentulous mandible: an in vitro study 
(Setz et al). 1998;80:323-9 

Tooth position index for the fabrication of a mandibular implant- 
supported overdenture bar (Fridrich and Foo). 1998;80: 
121-3 

Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 1998; 
80:249-52 

Impression materials 

Comparison of the surface detail reproduction of flexible die 
material systems (Gerrow and Price). 1998;80:485-9 

Effect of frequency and amplitude of vibration on void formation 
in dies poured from polyvinyl siloxane impressions (Abdul- 
lah). 1998;80:490-4 

Fabricating abutment crowns for existing removable partial den- 
tures using custom resin clasp analogs (Livaditis). 1998;80: 
619-29 

In vitro study of the number of surface defects in monophase and 
two-phase addition silicone impressions (Millar et al). 1998; 
80:32-5 

Impression technique 

An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 

Fabricating abutment crowns for existing removable partial den- 
tures using custom resin clasp analogs (Livaditis). 1998;80: 
619-29 
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A new gingival retraction impression system for a one-stage root- 
form implant (Jones and Kaiser). 1998;80:371-3 
Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80:216-9 
Selective-pressure single impression procedure for tooth- 
mucosa-supported removable partial dentures (Dumbrigue 
and Esquivel). 1998;80:259-61 
A simple technique for exposing margins on a solid working cast 
(Windhorn). 1998;80:246-8 
A universal boxing procedure: irreversible hydrocolloid and mag- 
netic strip (NaBadalung and Connelly). 1998;80:262-4 
Incisor 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
Inflammation 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
Inlays 
One-year clinical evaluation of composite and ceramic inlays in 
posterior teeth (Scheibenbogen et al). 1998;80:410-6 
Instruments 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 
Evaluation of visual and instrument shade matching (Okubo et 
al). 1998;80:642-8 
Temperature response in the pulpal chamber during ultrahigh- 
speed tooth preparation with diamond burs of different grit 
(Ortl and Lauer). 1998;80:12-9 
Intermaxillary position; see Centric relation 
Intermaxillary registration; see Jaw relation record 


J 
Japanese monkey; see Macaca 
Jaw 
Feedback control during mastication of solid food textures—a 
clinical-experimental study (Schindler et al). 1998;80:330-6 
The influence of mandibular deformation, implant numbers, and 
loading position on detected forces in abutments supporting 
fixed implant superstructures (Hobkirk and Havthoulas). 
1998;80:169-74 
Preimplant surgery of the bony tissues (van den Bergh et al). 
1998;80:175-83 
Jaw, edentulous 
An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 
Changes in the mandibular angle in the dentulous and edentulous 
states (Ceylan et al). 1998;80:680-4 
Comparison between freestanding and tooth-connected partially 
stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998;80: 
551-8 
Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 
1998;80:163-8 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
An innovative investment method for the fabrication of a closed 
hollow obturator prosthesis (McAndrew et al). 1998;80: 
129-32 
The new removable denture patient: treatment procedures (Rich 
and Kurtz). 1998;80:124-8 
Photoelastic stress analysis in a pier retainer of an anterior resin- 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 
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Retention of prefabricated attachments for implant stabilized 
overdentures in the edentulous mandible: an in vitro study 
(Setz et al). 1998;80:323-9 

Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80: 
216-9 

Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 1998; 
80:249-52 

Jaw relation record 

An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 

A new fully adjustable articulator system and procedure (de Tole- 
do de Carvalho). 1998;80:376-86 

Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 
1998;80:249-52 

Judson C. Hickey Award 

An innovative investment method for the fabrication of a closed 
hollow obturator prosthesis (McAndrew et al). 1998;80: 
129-32 

Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 


Kooliner reline resin; see Acrylic resins 


L 
Laboratory 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Leakage 
Comparative study of the marginal microleakage of six cements in 
fixed provisional crowns (Baldissara et al). 1998;80:417-22 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
Necessity of bevels for box Class II composite restorations 
(Opdam et al). 1998;80:274-9 
Lip 
Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 
Lipopolysaccharides 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
Literature 
Alternative therapies: abuses of scientific method and challenges 
to dental research (Brunette). 1998;80:605-14 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
Intrusion phenomenon in combination tooth-implant restora- 
tions: a review of the literature (Schlumberger et al). 
1998;80:199-203 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 
Load distribution 
Comparison between freestanding and tooth-connected partially 
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stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998; 
80:551-8 

Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 

Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 

Digital assessment of occlusal wear patterns on occlusal stabiliza- 
tion splints: a pilot study (Korioth et al). 1998;80:209-13 

Evaluation of resilient abutment components on measured strain 
using dynamic loading conditions (Morton et al). 1998;80: 
46-51 

Failure load of acrylic resin denture teeth bonded to high impact 
acrylic resins (Barpal et al). 1998;80:666-71 

In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 

The influence of mandibular deformation, implant numbers, and 
loading position on detected forces in abutments supporting 
fixed implant superstructures (Hobkirk and Havthoulas). 
1998;80:169-74 

New method for analyzing complete denture occlusion using the 
center of force concept: a clinical report (Olivieri et al). 
1998;80:519-23 

Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 

Lucitone 550 acrylic resin; see Acrylic resins 
Luting agents 

Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 

Effect of early water contact on solubility of glass ionomer luting 
cements (Gemalmaz et al). 1998;80:474-8 

Effects of adhesive fixed prosthesis retainer design on resultant 
resin luting agent thickness (Wassell and Gagliano). 1998;80: 
479-84 

In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 

Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998; 
80:423-8 


M 
Macaca 
Comparison between freestanding and tooth-connected partially 
stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998; 
80:551-8 
Magnetics 
Rapid base addition procedure for working casts with dies 
indexed by removable dowel pins (Luu et al). 1998;80:630-2 
(Tips) 
A universal boxing procedure: irreversible hydrocolloid and mag- 
netic strip (NaBadalung and Connelly). 1998;80:262-4 
Malformation 
Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 1998;80: 
524-6 
Mandible 
Biologic determinants of bone formation for osseointegration: 
clues for future clinical improvements (Cooper). 1998;80: 
439-49 
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Changes in the mandibular angle in the dentulous and edentulous 
states (Ceylan et al). 1998;80:680-4 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 
An in vivo study of voluntary mandibular lateral translation con- 
cerning its existence, magnitude, and timing (Son et al). 
1998;80:672-9 
The influence of mandibular deformation, implant numbers, and 
loading position on detected forces in abutments supporting 
fixed implant superstructures (Hobkirk and Havthoulas). 
1998:80:169-74 
Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 
Preimplant surgery of the bony tissues (van den Bergh et al). 
1998;80:175-83 
Prosthetic restoration after coronoradicular resection: mechanical 
behavior of the distal root remaining and surrounding bone 
(Augereau et al). 1998;80:467-73 
Simple method for articulator mounting of mandibular diagnos- 
tic casts (Santana-Penin and Dominguez). 1998;80:633-4 
(Tips) 
Mandibular position; see Centric relation 
Mandibular prosthesis 
An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 
An esthetically attractive twin-flex clasp for removable partial den- 
tures (Santana-Penin and Mora). 1998;80:367-70 
The influence of mandibular deformation, implant numbers, and 
loading position on detected forces in abutments supporting 
fixed implant superstructures (Hobkirk and Havthoulas). 
1998;80:169-74 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 
Retention of prefabricated attachments for implant stabilized 
overdentures in the edentulous mandible: an in vitro study 
(Setz et al). 1998;80:323-9 
Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80: 
216-9 
Tooth position index for the fabrication of a mandibular implant- 
supported overdenture bar (Fridrich and Foo). 1998;80: 
121-3 
Treatment outcomes with mandibular removable partial dentures: 
a population-based study of patient satisfaction (Frank et al). 
1998;80:36-45 
A two-staged resin-bonded fixed partial denture seated in con- 
junction with postextraction healing of the alveolar socket: a 
clinical report (Monya et al). 1998;80:4-8 
Marginal adaptation 
The effect of pretreatment with an oxalic acid solution on mar- 
ginal adaptation to enamel in vivo (van Dijken and Hoérstedt). 
1998;80:75-80 
Necessity of bevels for box Class II composite restorations 
(Opdam et al). 1998;80:274-9 
Precision of fit: the Procera AllCeram crown (May et al). 
1998;80:394-404 
Marginal fit 
Marginal fit and surface roughness of crowns made with an accel- 
erated casting technique (Konstantoulakis et al). 1998;80: 
337-45 
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Masseter muscle 
Myoelectric activity during unilateral chewing in healthy subjects: 
cycle duration and order of muscle activation (Rilo et al). 
1998;80:462-6 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 
Mastication 
Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 1998;80: 
524-6 
Feedback control during mastication of solid food textures—a 
clinical-experimental study (Schindler et al). 1998;80:330-6 
Myoelectric activity during unilateral chewing in healthy subjects: 
cycle duration and order of muscle activation (Rilo et al). 
1998;80:462-6 
Masticatory muscles 
Myoelectric activity during unilateral chewing in healthy subjects: 
cycle duration and order of muscle activation (Rilo et al). 
1998;80:462-6 
Maxilla 
Biologic determinants of bone formation for osseointegration: 
clues for future clinical improvements (Cooper). 1998;80: 
439-49 
Preimplant surgery of the bony tissues (van den Bergh et al). 
1998;80:175-83 
Maxillary prosthesis; see Maxillofacial prosthesis 
Maxillofacial prosthesis 
An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 
Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998;80:253-8 
Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 1998;80: 
524-6 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 
Posterior resin-bonded fixed partial denture with a modified 
retentive design: a clinical report (El-Mowafy). 1998;80:9-11 
Use of low fusing alloy in dentistry (Wee et al). 1998;80:540-5 
Mechanical factors; see Stress, mechanical 
Metal ceramic alloys 
Effect of beryllium on the castability and resistance of cer- 
amometal bonds in nickel-chromium alloys (Bezzon et al). 
1998;80:570-4 
The effect of tin-electroplating on the bond of four dental alloys 
to resin cement: an in vitro study (Rubo et al). 1998;80: 
27-31 
Metallurgy 
Use of low fusing alloy in dentistry (Wee et al). 1998;80:540-5 
Metals 
Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998;80:253-8 
Thermal cycling distortion of porcelain fused to metal fixed par- 
tial dentures (Gemalmaz et al). 1998;80:654-60 
Methyl methacrylates 
A simple procedure for easy and safe deflasking (Bissasu). 1998; 
80:501-5 
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Methylmethacrylates 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Microleakage; see Leakage 
Microscope 
A method for true coordinate three-dimensional measurement of 
casts using a measuring microscope (Thielke et al). 1998;80: 
506-10 
Milling machine; see Equipment 
Models, structural 
Prosthetic restoration after coronoradicular resection: mechanical 
behavior of the distal root remaining and surrounding bone 
(Augereau et al). 1998;80:467-73 
Models, theoretical 
Evaluation of resilient abutment components on measured strain 
using dynamic loading conditions (Morton et al). 1998;80: 
46-51 
Molar 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
One-year clinical evaluation of composite and ceramic inlays in 
posterior teeth (Scheibenbogen et al). 1998;80:410-6 
Prosthetic restoration after coronoradicular resection: mechanical 
behavior of the distal root remaining and surrounding bone 
(Augereau et al). 1998;80:467-73 
Monkey, Japanese; see Macaca 
Mouth, edentulous 
Changes in the mandibular angle in the dentulous and edentulous 
states (Ceylan et al). 1998;80:680-4 
Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 1998;80: 
163-8 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
Mouth mucosa 
Do healing abutments influence the outcome of implant treat- 
ment? a three-year multicenter study (Watson et al). 
1998;80:193-8 
Selective-pressure single impression procedure for tooth- 
mucosa-supported removable partial dentures (Dumbrigue 
and Esquivel). 1998;80:259-61 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Mouthwashes 
Efficacy of an alcohol-free chlorhexidine mouthrinse as an antimi- 
crobial agent (Eldridge et al). 1998;80:685-90 
Mucous membranes 
Do healing abutments influence the outcome of implant treat- 
ment? a three-year multicenter study (Watson et al). 1998;80: 
193-8 
Selective-pressure single impression procedure for tooth- 
mucosa~supported removable partial dentures (Dumbrigue 
and Esquivel). 1998;80:259-61 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Muscle contraction 
Myoelectric activity during unilateral chewing in healthy subjects: 
cycle duration and order of muscle activation (Rilo et al). 
1998;80:462-6 
Muscles 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 
Mutagenicity tests 
In vitro evaluation of biocompatibility of experimental titanium 
alloys for dental restorations (Wang and Li). 1998;80:495-500 
Myoelectric activity; see Electromyography 
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N 
Nickel 

Comparison of bond strengths of three denture base resins to 
treated nickel-chromium-beryllium alloy (NaBadalung et al). 
1998;80:354-61 

Effect of beryllium on the castability and resistance of cer- 
amometal bonds in nickel-chromium alloys (Bezzon et al). 
1998;80:570-4 

Effect of pH on element release from dental casting alloys (Wata- 
ha et al). 1998;80:691-8 

The effect of tin-electroplating on the bond of four dental alloys 
to resin cement: an in vitro study (Rubo et al). 1998;80: 
27-31 

In vitro evaluation of biocompatibility of experimental titanium 
alloys for dental restorations (Wang and Li). 1998;80:495- 
500 


O-rings 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 
Obturator prosthesis; see Palatal obturators 
Occlusal force 
Digital assessment of occlusal wear patterns on occlusal stabiliza- 
tion splints: a pilot study (Korioth et al). 1998;80:209-13 
Feedback control during mastication of solid food textures—a 
clinical-experimental study (Schindler et al). 1998;80:330-6 
New method for analyzing complete denture occlusion using the 
center of force concept: a clinical report (Olivieri et al). 
1998;80:519-23 
Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 
Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80: 
216-9 
Occlusal splints 
Digital assessment of occlusal wear patterns on occlusal stabiliza- 
tion splints: a pilot study (Korioth et al). 1998;80:209-13 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 
Occlusion 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Digital assessment of occlusal wear patterns on occlusal stabiliza- 
tion splints: a pilot study (Korioth et al). 1998;80:209-13 
An in vivo study of voluntary mandibular lateral translation con- 
cerning its existence, magnitude, and timing (Son et al). 
1998;80:672-9 
A new approach to fabricating the occlusal surfaces of removable 
prostheses (Hirayama et al). 1998;80:133-6 
A new fully adjustable articulator system and procedure (de Tole- 
do de Carvalho). 1998;80:376-86 
New method for analyzing complete denture occlusion using the 
center of force concept: a clinical report (Olivieri et al). 1998; 
80:519-23 
The occlusal plane indicator: a new device for determining the 
inclination of the occlusal plane (Santana-Penin and Mora). 
1998;80:374-5 
Pattern of occlusal contacts in lateral positions: canine protection 
and group function validity in classifying guidance patterns 
(Ogawa et al). 1998;80:67-74 
Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 1998; 
80:249-52 
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Oils, volatile 
Efficacy of an alcohol-free chlorhexidine mouthrinse as an antimi- 
crobial agent (Eldridge et al). 1998;80:685-90 
Oligodontia 
Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 1998;80: 
524-6 
Oral health 
Prosthodontic profiles relating to economic status, social net- 
work, and social support in an elderly population living inde- 
pendently in Canada (Maupomé and MacEntee). 1998;80: 
598-604 
Oral hygiene 
Alternate framework designs for removable partial dentures 
(Budtz-Jorgensen and Bochet). 1998;80:58-66 
Efficacy of an alcohol-free chlorhexidine mouthrinse as an antimi- 
crobial agent (Eldridge et al). 685-90 
Orthopantomography 
Changes in the mandibular angle in the dentulous and edentulous 
states (Ceylan et al). 1998;80:680-4 
Osseointegration 
Biologic determinants of bone formation for osseointegration: 
clues for future clinical improvements (Cooper). 1998;80: 
439-49 
Comparison between freestanding and tooth-connected partially 
stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998; 
80:551-8 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 
Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 
Osteoblasts 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 
Outcome assessment 
Editorial: towards optimized treatment outcomes for dental 
implants (Zarb and Albrektsson). 1998;80:639-40 
Overdenture; see Denture, overlay 
Oxalic acid 
The effect of pretreatment with an oxalic acid solution on mar- 
ginal adaptation to enamel in vivo (van Dijken and Hoérstedt). 
1998;80:75-80 
Oxides 
Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80: 
730-2 


P 
Palatal obturators 
An innovative investment method for the fabrication of a closed 
hollow obturator prosthesis (McAndrew et al). 1998;80: 
129-32 
Palatal augmentation prosthesis with alternative palatal vaults for 
speech and swallowing: a clinical report (Shimodaira et al). 
1998;80:1-3 
Palate 
Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 1998;80: 
163-8 
Pantography 
An in vivo study of voluntary mandibular lateral translation con- 
cerning its existence, magnitude, and timing (Son et al). 
1998;80:672-9 
Partial denture, fixed; see Denture, partial, fixed 
Partial denture, removable; see Denture, partial, removable 
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Patient satisfaction 
Treatment outcomes with mandibular removable partial dentures: 
a population-based study of patient satisfaction (Frank et al). 
1998;80:36-45 
Periodontal index 
Efficacy of an alcohol-free chlorhexidine mouthrinse as an antimi- 
crobial agent (Eldridge et al). 1998;80:685-90 
Periodontal ligament 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998:80:565-9 
Periotest instrument; see Instruments 
Peripheral nerves 
Feedback control during mastication of solid food textures—a 
clinical-experimental study (Schindler et al). 1998;80:330-6 
pH; see Hydrogen-ion concentration 
Phosphoric acid 
The effect of pretreatment with an oxalic acid solution on mar- 
ginal adaptation to enamel in vivo (van Dijken and Hérstedt). 
1998;80:75-80 
Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 
Photoelastic analysis 
Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 
Pigments 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 
Pins 
Rapid base addition procedure for working casts with dies 
indexed by removable dowel pins (Luu et al). 1998;80:630-2 
(Tips) 
Pit and fissure sealants 
Comparative study of the marginal microleakage of six cements in 
fixed provisional crowns (Baldissara et al). 1998;80:417-22 
Polyacid-modified composites 
Toothbrushing abrasion of polyacid-modified composites in neu- 
tral and acidic buffer solutions (Attin et al). 1998;80:148-50 
Polycarboxylate cement 
Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 
Polyethylene glycols 
Evaluation of resilient abutment components on measured strain 
using dynamic loading conditions (Morton et al). 1998;80: 
46-51 
Polymers 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 
An innovative investment method for the fabrication of a closed 
hollow obturator prosthesis (McAndrew et al). 1998;80: 
129-32 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 
Polymethylmethacrylate; see Methyl methacrylates 
Polyolephin 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Polyoxyethylenes; see Polyethylene glycols 
Polyvinyls 
Comparison of the surface detail reproduction of flexible die 
material systems (Gerrow and Price). 1998;80:485-9 
Effect of frequency and amplitude of vibration on void formation 
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in dies poured from polyvinyl siloxane impressions (Abdul- 
lah). 1998;80:490-4 
Porcelain 
Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 
Evaluation of visual and instrument shade matching (Okubo et 
al). 1998;80:642-8 
A new approach to fabricating the occlusal surfaces of removable 
prostheses (Hirayama et al). 1998;80:133-6 
Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 
Thermal cycling distortion of porcelain fused to metal fixed par- 
tial dentures (Gemalmaz et al). 1998;80:654-60 
Post and core technique 
Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 
Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80: 
730-2 
Dissolution of cement, root caries, fracture, and retrofit of post 
and cores (Rosen). 1998;80:511-3 
Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 
A retrospective study of 236 patients with teeth restored by car- 
bon fiber-reinforced epoxy resin posts (Fredriksson et al). 
1998;80:151-7 
Shear bond strength of a titanium reinforced core material after 
using multistep and single-step bonding agents (Cohen et al). 
1998;80:307-10 
Premolar 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
One-year clinical evaluation of composite and ceramic inlays in 
posterior teeth (Scheibenbogen et al). 1998;80:410-6 
Posterior resin-bonded fixed partial denture with a modified 
retentive design: a clinical report (El-Mowafy). 1998;80:9-11 
A two-staged resin-bonded fixed partial denture seated in con- 
junction with postextraction healing of the alveolar socket: a 
clinical report (Monya et al). 1998;80:4-8 
Preventive dentistry 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Procera AllCeram crown; see Crowns 
Proprioception 
Feedback control during mastication of solid food textures—a 
clinical-experimental study (Schindler et al). 1998;80:330-6 
Prosthesis, palatal; see Palatal obturators 
Prosthesis coloring 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 
Prosthesis design 
Alternate framework designs for removable partial dentures 
(Budtz-Jorgensen and Bochet). 1998;80:58-66 
Effects of adhesive fixed prosthesis retainer design on resultant 
resin luting agent thickness (Wassell and Gagliano). 1998;80: 
479-84 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
Use of a cast flexible plate as a hinge substitute in a hinge-lock 
design removable partial denture framework (Williams and 
Roberts). 1998;80:220-3 
Prosthesis retention 
An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
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visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 

Comparison between freestanding and tooth-connected partially 
stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998;80: 
551-8 

Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 

Effects of adhesive fixed prosthesis retainer design on resultant 
resin luting agent thickness (Wassell and Gagliano). 1998;80: 
479-84 

Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 

Fabricating abutment crowns for existing removable partial den- 
tures using custom resin clasp analogs (Livaditis). 1998;80: 
619-29 

Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 

Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 

Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 

Pulp chamber; see Dental pulp cavity 


Q 
Quality assessment 
Five-year clinical evaluation of Procera AllCeram crowns (Odén et 
al). 1998;80:450-6 
A method for quantifying complete denture quality (Sato et al). 
1998;80:52-7 
Questionnaires 
Treatment outcomes with mandibular removable partial dentures: 
a population-based study of patient satisfaction (Frank et al). 
1998;80:36-45 


R 
Radiography 
Changes in the mandibular angle in the dentulous and edentulous 
states (Ceylan et al). 1998;80:680-4 
Relaxation 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Removable partial denture; see Denture, partial, removable 
Research 
Alternative therapies: abuses of scientific method and challenges 
to dental research (Brunette). 1998;80:605-14 
Feedback control during mastication of solid food textures—a 
clinical-experimental study (Schindler et al). 1998;80:330-6 
Research and development. 1998;80:216-45 
Research and education. 1998;80:75-120, 337-66, 467-500, 
570-614 
Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80: 
216-9 
Temporomandibular disorders and science: a response to the crit- 
ics (Greene et al). 1998;80:214-5 
Residual ridge resorption; see Alveolar bone loss 
Resins 
An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
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Comparative study of the marginal microleakage of six cements in 
fixed provisional crowns (Baldissara et al). 1998;80:417-22 
Comparison of bond strengths of three denture base resins to 
treated nickel-chromium-beryllium alloy (NaBadalung et al). 
1998:80:354-61 

Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 

Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 

The effect of tin-electroplating on the bond of four dental alloys to 
resin cement: an in vitro study (Rubo et al). 1998;80:27-31 

Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 

Effects of adhesive fixed prosthesis retainer design on resultant 
resin luting agent thickness (Wassell and Gagliano). 1998;80: 
479-84 

Failure load of acrylic resin denture teeth bonded to high impact 
acrylic resins (Barpal et al). 1998;80:666-71 

In vitro mechanical property comparison of four resins used for 
fabrication of provisional fixed restorations (Ireland et al). 
1998;80:158-62 

In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 

An innovative investment method for the fabrication of a closed 
hollow obturator prosthesis (McAndrew et al). 1998;80:129- 
32 

Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 

Lip prosthesis retained with resin-bonded retentive elements as an 
option for the restoration of labial defects: a clinical report 
(Cheng et al). 1998;80:143-7 

Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 

Photoelastic stress analysis in a pier retainer of an anterior resin- 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 

Posterior resin-bonded fixed partial denture with a modified 
retentive design: a clinical report (El-Mowafy). 1998;80:9-11 

Repair of acrylic resin denture base reinforced with glass fiber 
(Stipho). 1998;80:546-50 

Retention of oral microorganisms on cobalt-chromium alloy and 
dental acrylic resin with different surface finishes (Taylor et 
al). 1998;80:592-7 

Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 

A retrospective study of 236 patients with teeth restored by car- 
bon fiber-reinforced epoxy resin posts (Fredriksson et al). 
1998;80:151-7 

Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 

A simple method of increasing the adhesion between resinous 
cements and tinplated gold alloys: a pilot study (Ogunyinka). 
1998;80:302-6 

A simple procedure for easy and safe deflasking (Bissasu). 
1998;80:501-5 

A two-staged resin-bonded fixed partial denture seated in con- 
junction with postextraction healing of the alveolar socket: a 
clinical report (Monya et al). 1998;80:4-8 

Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 
1998;80:249-52 

Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 
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Resistance form 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
Resorption, alveolar bone; see Alveolar bone loss 
Restoration, permanent 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Clinical evaluation of two desensitizing agents for use under Class 
5 silver amalgam restorations (Schwartz et al). 1998;80: 
269-73 
Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 
Computer-assisted milling of dental restorations using a new 
CAD/CAM data acquisition system (Willer et al). 1998;80: 
346-53 
Development and clinical applications of a light-polymerized 
fiber-reinforced composite (Freilich et al). 1998;80:311-8 
Five-year clinical evaluation of Procera AllCeram crowns (Odén et 
al). 1998;80:450-6 
In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 
Necessity of bevels for box Class II composite restorations 
(Opdam et al). 1998;80:274-9 
A new gingival retraction impression system for a one-stage root- 
form implant (Jones and Kaiser). 1998;80:371-3 
One-year clinical evaluation of composite and ceramic inlays in 
posterior teeth (Scheibenbogen et al). 1998;80:410-6 
Precision of fit: the Procera AllCeram crown (May et al). 1998; 
80:394-404 
A simple technique for exposing margins on a solid working cast 
(Windhorn). 1998;80:246-8 
Restoration, temporary 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Comparative study of the marginal microleakage of six cements in 
fixed provisional crowns (Baldissara et al). 1998;80:417-22 
Comparison of the surface detail reproduction of flexible die 
material systems (Gerrow and Price). 1998;80:485-9 
Dissolution of cement, root caries, fracture, and retrofit of post 
and cores (Rosen). 1998;80:511-3 
In vitro mechanical property comparison of four resins used for 
fabrication of provisional fixed restorations (Ireland et al). 
1998;80:158-62 
A new fully adjustable articulator system and procedure (de Tole- 
do de Carvalho). 1998;80:376-86 
Removal of a provisionally cemented segmented fixed partial den- 
ture (Kaplowitz et al). 1998;80:514-5 (Tips) 
Retainer 
Effects of adhesive fixed prosthesis retainer design on resultant 
resin luting agent thickness (Wassell and Gagliano). 1998;80: 
479-84 
Evaluation of resistance form of dislodged crowns and retainers 
(Trier et al). 1998;80:405-9 
Photoelastic stress analysis in a pier retainer of an anterior resin- 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 
Retention; see Denture retention; Prosthesis retention 
Review literature 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Jendresen et al). 1998;80:81-120 
Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 
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The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
Intrusion phenomenon in combination tooth-implant restora- 
tions: a review of the literature (Schlumberger et al). 1998; 
80:199-203 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 
Risk factors 
Use of low fusing alloy in dentistry (Wee et al). 1998;80:540-5 
Root caries 
Dissolution of cement, root caries, fracture, and retrofit of post 
and cores (Rosen). 1998;80:511-3 
Rubber 
Comparison of the surface detail reproduction of flexible die 
material systems (Gerrow and Price). 1998;80:485-9 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 


Use of low fusing alloy in dentistry (Wee et al). 1998;80:540-5 
Saliva 
Effect of early water contact on solubility of glass ionomer luting 
cements (Gemalmaz et al). 1998;80:474-8 
Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
Scientific method 
Alternative therapies: abuses of scientific method and challenges 
to dental research (Brunette). 1998;80:605-14 
Screws 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 
The fit of cast and premachined implant abutments (Byrne et al). 
1998;80:184-92 
Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 1998; 
80:249-52 
Sensitivity 
Clinical evaluation of two desensitizing agents for use under Class 
5 silver amalgam restorations (Schwartz et al). 1998;80:269-73 
Shear bond strength; see Bond strength 
Shrinkage 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
Silicones 
In vitro study of the number of surface defects in monophase and 
two-phase addition silicone impressions (Millar et al). 1998; 
80:32-5 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
Pigments and their application in maxillofacial elastomers: a liter- 
ature review (Gary and Smith). 1998;80:204-8 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Tooth position index for the fabrication of a mandibular implant- 
supported overdenture bar (Fridrich and Foo). 1998;80:121-3 
Siloxanes 
Comparison of the surface detail reproduction of flexible die 
material systems (Gerrow and Price). 1998;80:485-9 
Effect of frequency and amplitude of vibration on void formation 
in dies poured from polyvinyl siloxane impressions (Abdul- 
lah). 1998;80:490-4 


DECEMBER 1998 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Silver 
Clinical evaluation of two desensitizing agents for use under Class 
5 silver amalgam restorations (Schwartz et al). 1998;80:269- 
73 
Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80: 
730-2 
Sleeve rings 
Compliant Keeper system replication of the periodontal ligament 
protective damping function for implants: part I (Mensor et 
al). 1998;80:565-9 
Social class 
Prosthodontic profiles relating to economic status, social net- 
work, and social support in an elderly population living inde- 
pendently in Canada (Maupomé and MacEntee). 1998;80: 
598-604 
Social support 
Prosthodontic profiles relating to economic status, social net- 
work, and social support in an elderly population living inde- 
pendently in Canada (Maupomé and MacEntee). 1998;80: 
598-604 
Socioeconomic status; see Social class 
Software 
Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 1998;80: 
163-8 
New method for analyzing complete denture occlusion using the 
center of force concept: a clinical report (Olivieri et al). 
1998;80:519-23 
Solubility 
Effect of early water contact on solubility of glass ionomer luting 
cements (Gemalmaz et al). 1998;80:474-8 
Sonic toothbrush; see Toothbrushing 
Speech 
Palatal augmentation prosthesis with alternative palatal vaults for 
speech and swallowing: a clinical report (Shimodaira et al). 
1998;80:1-3 
Splints 
Digital assessment of occlusal wear patterns on occlusal stabiliza- 
tion splints: a pilot study (Korioth et al). 1998;80:209-13 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 
Stabilization splints; see Occlusal splints 
Staphylococcus aureus 
Effectiveness of chlorine dioxide in disinfection on two soft den- 
ture liners (Furukawa et al). 1998;80:723-29 
Sternocleidomastoid muscle 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 
Stomatognathic system 
Correcting facial dysmorphism in a patient with anhidrotic ecto- 
dermal dysplasia: a clinical report (Lakomski et al). 
1998;80:524-6 
Myoelectric activity during unilateral chewing in healthy subjects: 
cycle duration and order of muscle activation (Rilo et al). 
1998;80:462-6 
Stone, artificial; see Calcium sulfate 
Strain 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
Strains 
Evaluation of resilient abutment components on measured strain 
using dynamic loading conditions (Morton et al). 1998;80: 
46-51 
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Streptococcus mutans 
Efficacy of an alcohol-free chlorhexidine mouthrinse as an antimi- 


crobial agent (Eldridge et al). 1998;80:685-90 
Streptococcus ovalis 
Retention of oral microorganisms on cobalt-chromium alloy and 
dental acrylic resin with different surface finishes (Taylor et 
al). 1998;80:592-7 
Stress, mechanical 
Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 
Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 
Evaluation of resilient abutment components on measured strain 
using dynamic loading conditions (Morton et al). 1998; 
80:46-51 
In vitro mechanical property comparison of four resins used for 
fabrication of provisional fixed restorations (Ireland et al). 
1998;80:158-62 
Photoelastic stress analysis in a pier retainer of an anterior resin- 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 
Photoelastic stress patterns produced by implant-retained over- 
dentures (Kenney and Richards). 1998;80:559-64 
Prosthetic restoration after coronoradicular resection: mechanical 
behavior of the distal root remaining and surrounding bone 
(Augereau et al). 1998;80:467-73 
Stress analysis 
Effects of adhesive fixed prosthesis retainer design on resultant 
resin luting agent thickness (Wassell and Gagliano). 1998;80: 
479-84 
Photoelastic stress analysis in a pier retainer of an anterior resin- 
bonded fixed partial denture (Ziada et al). 1998;80:661-5 
Setting and stress relaxation behavior of resilient denture liners 
(Murata et al). 1998;80:714-22 
Surface roughness 
In vitro study of the number of surface defects in monophase and 
two-phase addition silicone impressions (Millar et al). 1998; 
80:32-5 
Marginal fit and surface roughness of crowns made with an accel- 
erated casting technique (Konstantoulakis et al). 1998;80: 
337-45 
Retention of oral microorganisms on cobalt-chromium alloy and 
dental acrylic resin with different surface finishes (Taylor et 
al). 1998;80:592-7 
Surface wetness 
Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 
Surveys 
Treatment outcomes with mandibular removable partial dentures: 
a population-based study of patient satisfaction (Frank et al). 
1998;80:36-45 
Swallowing; see Deglutition 
Swinglock removable partial denture; see Denture, partial, 
removable 


T 
Tea 
Color stability of provisional resin restorative materials (Yan- 
nikakis et al). 1998;80:533-9 
Techniques 
Dental techniques. 1998;80:246-63 
Technology 
An accurate method for occlusal registration and altered-cast 
impression for removable partial dentures during the same 
visit as the framework try-in (Santana-Penin and Lozano). 
1998;80:615-8 
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Alternative procedure for making a metal suprastructure in a 
milled bar implant-supported overdenture (Ercoli et al). 
1998;80:253-8 

Dental technology. 1998;80:121-36, 367-86, 501-13, 615-29, 
730-2 

A simple technique for exposing margins on a solid working cast 
(Windhorn). 1998;80:246-8 

Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 
1998;80:249-52 

Temperature 

Clinical evaluation of two desensitizing agents for use under Class 
5 silver amalgam restorations (Schwartz et al). 1998;80:269- 
73 

Temperature response in the pulpal chamber during ultrahigh- 
speed tooth preparation with diamond burs of different grit 
(Ottl and Lauer). 1998;80:12-9 

Temporal muscle 

Myoelectric activity during unilateral chewing in healthy subjects: 
cycle duration and order of muscle activation (Rilo et al). 
1998;80:462-6 

The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 

Temporomandibular joint disorders; see Craniomandibular dis- 
orders 
Tensile strength 

Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 

Thermal cycling 

Thermal cycling distortion of porcelain fused to metal fixed par- 

tial dentures (Gemalmaz et al). 1998;80:654-60 
Time 

Marginal fit and surface roughness of crowns made with an accel- 
erated casting technique (Konstantoulakis et al). 1998;80: 
337-45 

Tin 

The effect of tin-electroplating on the bond of four dental alloys 
to resin cement: an in vitro study (Rubo et al). 1998;80: 
27-31 

A simple method of increasing the adhesion between resinous 
cements and tinplated gold alloys: a pilot study (Ogunyinka). 
1998;80:302-6 

Tips 
Tips from our readers. 1998;80:514-5, 630-4 
Titanium 

Comparison between freestanding and tooth-connected partially 
stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998;80: 
551-8 

Evaluation of resilient abutment components on measured strain 
using dynamic loading conditions (Morton et al). 1998;80: 
46-51 

In vitro evaluation of biocompatibility of experimental titanium 
alloys for dental restorations (Wang and Li). 1998;80:495- 
500 

Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 

Shear bond strength of a titanium reinforced core material after 
using multistep and single-step bonding agents (Cohen et al). 
1998;80:307-10 

Tooth, artificial 

Computer-generated study of the correlation between tooth, 
face, arch forms, and palatal contour (Snellen et al). 
1998;80:163-8 
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A simple procedure for easy and safe deflasking (Bissasu). 1998; 
80:501-5 
Tooth abrasion 
Toothbrushing abrasion of polyacid-modified composites in neu- 
tral and acidic buffer solutions (Attin et al). 1998;80:148-50 
Tooth color 
Evaluation of visual and instrument shade matching (Okubo et 
al). 1998;80:642-8 
Tooth erosion 
Toothbrushing abrasion of polyacid-modified composites in neu- 
tral and acidic buffer solutions (Attin et al). 1998;80:148-50 
Tooth extraction 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 
The effect of prosthodontic treatment on alveolar bone loss: a 
review of the literature (Wyatt). 1998;80:362-6 
A two-staged resin-bonded fixed partial denture seated in con- 
junction with postextraction healing of the alveolar socket: a 
clinical report (Monya et al). 1998;80:4-8 
Tooth fractures 
Comparison of the fracture resistances of pulpless teeth restored 
with a cast post and core or carbon-fiber post with a compos- 
ite core (Martinez-Insua et al). 1998;80:527-32 
In vitro study of fracture incidence and compressive fracture load 
of all-ceramic crowns cemented with resin-modified glass 
ionomer and other luting agents (Leevailoj et al). 1998;80: 
699-707 
Tooth position 
The new removable denture patient: treatment procedures (Rich 
and Kurtz). 1998;80:124-8 
Tooth position index for the fabrication of a mandibular implant- 
supported overdenture bar (Fridrich and Foo). 1998;80:121-3 
Tooth preparation; see Dental cavity preparation 
Tooth root 
Prosthetic restoration after coronoradicular resection: mechanical 
behavior of the distal root remaining and surrounding bone 
(Augereau et al). 1998;80:467-73 
Toothbrushing 
Effect of brushing with sonic and counterrotational toothbrush- 
es on the bond strength of full veneer crowns (Hansen et al). 
1998;80:429-33 
Toothbrushing abrasion of polyacid-modified composites in neu- 
tral and acidic buffer solutions (Attin et al). 1998;80:148-50 
Transition procedure 
The new removable denture patient: treatment procedures (Rich 
and Kurtz). 1998;80:124-8 
Transverse strength 
Repair of acrylic resin denture base reinforced with glass fiber 
(Stipho). 1998;80:546-50 
Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 
Tray 
In vitro study of the number of surface defects in monophase and 
two-phase addition silicone impressions (Millar et al). 1998; 
80:32-5 
Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80:216-9 
Treatment outcome 
Do healing abutments influence the outcome of implant treat- 
ment? a three-year multicenter study (Watson et al). 1998;80: 
193-8 
Editorial: towards optimized treatment outcomes for dental 
implants (Zarb and Albrektsson). 1998;80:639-40 
A retrospective study of 236 patients with teeth restored by car- 
bon fiber-reinforced epoxy resin posts (Fredriksson et al). 
1998;80:151-7 
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Treatment outcomes with mandibular removable partial dentures: 
a population-based study of patient satisfaction (Frank et al). 
1998;80:36-45 
Turbine; see Instruments 


U 
Ultrasonography 
The short-term effect of stabilization-type splints on local cross- 
sectional dimensions of muscles of the head and neck 
(Emshoff and Bertram). 1998;80:457-61 


Vv 
Veneers 
Effect of brushing with sonic and counterrotational toothbrush- 
es on the bond strength of full veneer crowns (Hansen et al). 
1998:80:429-33 
Removing saliva contamination from porcelain veneers before 
bonding (Aboush). 1998;80:649-53 
Vertical dimension 
An accuracy evaluation of four removable die systems (Serrano et 
al). 1998;80:575-86 
Linear dimensional change of heat-cured acrylic resin complete 
dentures after reline and rebase (Pow et al). 1998;80:238-45 
A new fully adjustable articulator system and procedure (de Tole- 
do de Carvalho). 1998;80:376-86 
Sectional impressions for mandibular distal extension removable 
partial dentures (El-Sheikh and Abdel-Hakim). 1998;80: 
216-9 
Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 1998; 
80:249-52 
Vibration 
Effect of frequency and amplitude of vibration on void formation 
in dies poured from polyvinyl siloxane impressions (Abdul- 
lah). 1998;80:490-4 


Water 

Effect of early water contact on solubility of glass ionomer luting 
cements (Gemalmaz et al). 1998;80:474-8 

Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 

Effect of water and artificial saliva on the low cycle fatigue resis- 
tance of cobalt-chromium dental alloy (Lassila and Vallittu). 
1998;80:708-13 

Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 

A simple method of increasing the adhesion between resinous 
cements and tinplated gold alloys: a pilot study (Ogunyinka). 
1998;80:302-6 

Water sorption, solubility, and bond strength of two autopoly- 
merizing acrylic resins and one heat-polymerizing acrylic resin 
(Cucci et al). 1998;80:434-8 

Waxes 

Rapid base addition procedure for working casts with dies 
indexed by removable dowel pins (Luu et al). 1998;80:630-2 
(Tips) 

A simple technique for exposing margins on a solid working cast 
(Windhorn). 1998;80:246-8 

Tooth position index for the fabrication of a mandibular implant- 
supported overdenture bar (Fridrich and Foo). 1998;80: 
121-3 

Use of mechanical devices for the intermaxillary registration in 
edentulous patients treated with implants (Prati et al). 1998; 
80:249-52 
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Wear 
Digital assessment of occlusal wear patterns on occlusal stabiliza- 
tion splints: a pilot study (Korioth et al). 1998;80:209-13 
Wettability 
Effect of enamel and dentin surface wetness on shear bond 
strength of composites (Iwami et al). 1998;80:20-6 
Wound healing 
Current perspectives in residual ridge remodeling and its clinical 
implications: a review (Jahangbiri et al). 1998;80:224-37 
Do healing abutments influence the outcome of implant treat- 
ment? a three-year multicenter study (Watson et al). 1998;80: 
193-8 
A two-staged resin-bonded fixed partial denture seated in con- 
junction with postextraction healing of the alveolar socket: a 
clinical report (Monya et al). 1998;80:4-8 
Wounds and injuries 
Temperature response in the pulpal chamber during ultrahigh- 
speed tooth preparation with diamond burs of different grit 
(Ottl and Lauer). 1998;80:12-9 


Z 
Zinc oxide-eugenol cement 
Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 
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Zinc phosphate cement 
Dental luting agents: a review of the current literature (Rosenstiel 
et al). 1998;80:280-301 
Macromolecular leakage beneath full cast crowns. Part III: the 
diffusion of lipopolysaccharide and dextran (Tung and Cole- 
man). 1998;80:587-91 
Retention of parallel-sided titanium posts cemented with six lut- 
ing agents: an in vitro study (Duncan and Pameijer). 1998;80: 
423-8 
Zinc-phosphate cement 
Comparative study of the marginal microleakage of six cements in 
fixed provisional crowns (Baldissara et al). 1998;80:417-22 
Zirconium 
Comparison between freestanding and tooth-connected partially 
stabilized zirconia implants after two years’ function in mon- 
keys: a clinical and histologic study (Akagawa et al). 1998; 
80:551-8 
Direct core buildup using a preformed crown and prefabricated 
zirconium oxide post (Zalkind and Hochman). 1998;80: 
730-2 
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